19990508.ba v02_n536.bam.990508 v02_n537.bam.990508 


>From ???@??? Sat May 08 10:20:31 1999 

Message-Id: <199905080601.BAA25530@sco.theporch. com> 
Date: Sat, 8 May 1999 01:00:48 CDT 

From: Old Tube Radios <boatanchors@theporch.com> 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: BOATANCHORS digest 2536 


BOATANCHORS Digest 2536 
Topics covered in this issue include: 


1) RE: Illegal Radios 
by "Ed Tanton" <n4xy@att.net> 
2) Re: What is it?-What did it do 
by WOEOM@aol.com 
3) Collins-related reading material 
by Avery Comarow <acomarow@usnews.com> 
4) Re: Illegal Radios 
by N5CM@aol.com 
5) TRADE: HEATHKIT CATALOGS 
by David Stinson <arc5@ix.netcom.com> 
6) Re: Illegal Radios 
by "Roberta J. Barmore" <rbarmore@indy.net> 
7) Copyright UPDATE 
by "Roberta J. Barmore" <rbarmore@indy.net> 
8) Re: Illegal Radios 
by John M Iverson <jackiv@juno.com> 
9) Model 28 TD 
by "ROBERT W. DOWNS" <RWDowns_WA5CAB@compuserve.com> 
10) BA haunt (literally) in Patterson, NJ 
by Al Schapira <schapira@cadence.com> 
11) Any BA locations in Raleigh, NC 
by <oranges@frb.gov> 
12) SB-82/SRR 
by "ROBERT W. DOWNS" <RWDowns_WA5CAB@compuserve.com> 
13) Still looking: Parts for LTV G133F rx 
by Tom Norris <badger@telalink.net> 
14) Dayton Hamvention 
by Sandra L Knepper <slkst29+@pitt.edu> 
15) Rainchester NH tidbit 
by wallace@world.std.com (Andy Wallace) 
16) Drake ML-2 
by Kim Herron <kherron@voyager.net> 
17) Re: Illegal Radios 
by Neal McEwen <nmcewen@metronet.com> 
18) Rocheester NH SITREP 


by "P. J. x*Joshx Rovero" <provero@connix.com> 
19) HFDF and B-24D "Lady Be Good" 
by Neal McEwen <nmcewen@metronet.com> 
20) Re:Autographic Telegraphy? 
by Tom Norris <badger@telalink.net> 
21) Now HERE is a long shot..BC669 Halli piece... 
by john <johnmb@mindspring.com> 
22) Re: Illegal Radios 
by Hue Miller <kargokult@proaxis.com> 
23) Re: Illegal Radios 
by "William B. Ross" <billross@txdirect.net> 


From: "Ed Tanton" <n4xy@att.net> 
To: Old Tube Radios <boatanchors@theporch.com> 
Subject: RE: Illegal Radios 
Date: Fri, 7 May 1999 10:51:43 -0400 
Message-ID: <001201be9899$1f6dcb60$01010101@n4xy> 
MIME-Version: 1.0 
Content-Type: text/plain; 

charset="is0-8859-1" 
Content-Transfer-Encoding: 7bit 


Well... it did save that extra expense of buying a separate transmitter! 
72 / 73 Ed N4XY email: <n4xy@arrl.net> 
Firebottle fans: 


During a trip thru a local bookstore, "Beacon Books" (where you 
don't just look for books, you go spelunking) I picked up a 1936 
"Electrical Engineers Handbook" (John Wiley, NY) just chock full of 
interesting, little known and useful facts. Two raised my eyebrows: 


1) Regenerative receivers are ILLEGAL, unless they have an circuit 
isolating the regen section from the antenna. 


2) There's a section on a device called a "Telautograph" - never heard of 
that before but it is an obvious application: you use it to sign your name 
in Washington and a device on the other end prints it out in NY, for 
example. 


Any comments on item #1? Was anybody ever fined for operating an illicit 
regen set? Or was it an unenforcable law. I can see it being used if 
someone complains to the FCC about interferance from a neighbors wayward 
rcvr. Are regen set operators still outlaws? 


Anyone ever hear of item #2? 


Chuck 
kb4new 
cswiger@widomaker.com 


From: WOEOM@aol.com 

Message-ID: <ae793790.24645d02@aol . com> 

Date: Fri, 7 May 1999 11:13:06 EDT 

Subject: Re: What is it?-wWhat did it do 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: boatanchors@theporch.com 

MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: 7bit 


Robert - I had noticed the ULR was listed, but ULQ was the closest I could 
find. I think we are all agreeing that it is in the ECM catagory, which is 
hard to find info on. was there a ULT also, as an active jammer.? 

I spent about ten years worring about whether a Russian gyrotron could jam 
our comm satellites. However, they take 4 diesel locomotives to power and be 
near a lake for water cooling, so i figured a smart bomb would take it out 
soon after it came up. 


Will 


Message-Id: <2.2.32.19990507153405 .00d3£c64@ntpop.usnews.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 

Date: Fri, 07 May 1999 11:34:05 -0400 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Avery Comarow <acomarow@usnews.com> 

Subject: Collins-related reading material 


Since I'm not a collector of Collins ephemera, I'd like to offer up for free 
(you might kick in a buck or two for postage) a Rockwell-Collins booklet 
titled "Collins Avionics Glossary." It's 80 pages and came out in 1997, but 
there must be a true-blue collector out there who'd like to have everything 
published that bears the Collins name. 


I'll throw in a copy of an article from the November '98 issue of Avionics 
News, "Airborne HF Communication Viable Again," that is less interesting (to 
me) for the subject than for several pages in the article that amount to a 
profile of Art Collins and the company (what was that name again?) that he 
started. Especially nice stuff on the ART-13 and its Autotune feature. 


Best, Avery W40GK 


From: N5CM@aol.com 

Message-ID: <fbi4eb9f.2464649c@aol. com> 

Date: Fri, 7 May 1999 11:45:32 EDT 

Subject: Re: Illegal Radios 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: boatanchors@theporch.com 

MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: 7bit 


Hi Chuck and Gang, 


As far as the legality of Regen Rcvrs, the ARRL handbook 
and other sources had many down thru the early years. 

I built a two tube Regen Rcvr back in 1938, 58 Regen Det 
and 56 audio. The circuit and article was from ARRL 
handbook. An aspiring Ham about 8 blocks from me had 

built the same receiver before he got his ham ticket, 
W5HLH, Kenner, La. He heard me cough one day when 

I had the lid open on the receiver box. We found we could 
communicate by talking loud into the receiver cabinet. Hi! 
My original call was W5HHA..... 


About the Telautograph, the FAA (Federal Aviation Agency) 
used them from Weather Bureau Office to Airport Control 
Tower where I worked many years ago. The weather 

office would write the current observations and we had the 
latest obs right in front of us. 


FWIW....Ken....N5CM.... 


Message-ID: <373310BF .524B8DCB@ix.netcom.com> 
Date: Fri, 07 May 1999 11:11:44 -0500 

From: David Stinson <arc5@ix.netcom. com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: TRADE: HEATHKIT CATALOGS 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Want to Trade: 
Have good condition Heathkit catalogs from the 1950s and 1960s. 


A few later dates. Intact covers and pages. 
A few have some minor paper chipping. 


Would like to trade for equally good condition 
Allied or Lafayette catalogs from the 50s and 60s. 


Please write for list if interested. 


Thanks, 
Dave Stinson AB5S 
arc5@ix.netcom.com 


Date: Fri, 7 May 1999 11:25:10 -0500 (EST) 

From: "Roberta J. Barmore" <rbarmore@indy.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Illegal Radios 

Message-ID: <Pine.SUN.4.10.9905071052530.8531-100000@indy3> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Hi! 


The Telautograph (and plenty of other interesting, real, and probably 
classified at the time stuff, along with considerable semi-plausible 
xunrealx widgetry) gets mention in the science fiction of George 0. Smith, 
who was a ham and a working EE. (The latter, “and how!" What George did 
during the war was help develop the radar proximity fuse: this would be a 
very small vacuum-tube radio ranging device that's part of an artillery 
shell and xshot* *xfrom*x *ax *gun,* just like Puffed Wheat; and yes, we 
built 'em and they did work). 

Check out his "Venus Equilateral" stories, about the events on a manned 
comms relay station in one of the Trojan points of the orbit of Venus. 

(A series started xbeforex Arthur C. Clarke invented the geostationary 
comms-relay satellite, btw--had George been a little xlessx ambitious, he 
could've beat Arthur to the punch!) Written just before, during, and just 
after WW II, part of the fun is seeing how Mr. Smith avoids ruining his 
security clearance while writing about line-of-sight, high-bandwidth 
microwave communications. The characters are typical ham/engineering 
folks; some lit'ry critics deride 'em as a bit "cardboard," but that's 
just ‘cos the critics never met any real engineers & radio techs. The 
stories were collected in "The Complete Venus Equilateral," published in 
paperback some years ago. And where else will you find a description of 
the effects of a poorly-filtered plate supply on a matter 
transmitter/receiver setup? :) 


As for regen sets without RF amps being illegal, it's a canard, at 
least for comms use; in '36, they were still buildin' em for genuine 


licensed shipboard installations and ARRL (etc.) were still offering plans 
for 0-V-1 "beginner" receivers. Might be something on the books (RMA 
spec?) about not making them for BC, though. 


73, 
- -Bobbi 


KB9GKX "RJ" xrbarmore@indy.net Roberta J. (Bobbi) Barmore 
FISTS #3388 * G-QRP #10001 * ARRL * RSGB x WIA 
Appreciator Of Vacuum-Tube Ham Gear and Vintage Keys 


Date: Fri, 7 May 1999 11:38:25 -0500 (EST) 

From: "Roberta J. Barmore" <rbarmore@indy.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Copyright UPDATE 

Message-ID: <Pine.SUN.4.10.9905071127220 .8531-100000@indy3> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Hi, Gang! 


For those of you who may have been wondering about it, and for the 
many, many kind folks who have offered good advice: 

I have spoken to an attorney at Howard W. Sams and she's checking on 
copyright status of "5 Meter Radiotelephony." Says it may take a few 
days, seems her predecessor had an (ahem) interesting filing system and 
she'll have to check several places. 

Indications are likely (from Larry S.'s observations about his mid-80s 
reprint by Sams) that the booklet's original copyright was allowed to 
expire and that it was *xnot*x renewed. But we'll see what Sams has to say. 


My thanks to everyone who has offered advice, including a couple of 
Genuine Lawyers lurking on the list (identities a closely-guarded secret, 
but the notes were a nice reminder of how straightforward and clearly a 
*xgood* attorney can write!). 


73, 
- -Bobbi 


KB9GKX "RJ" rbarmore@indy.net Roberta J. (Bobbi) Barmore 
FISTS #3388 * G-QRP #10001 * ARRL * RSGB x WIA 
Appreciator Of Vacuum-Tube Ham Gear and Vintage Keys 


To: Old Tube Radios <boatanchors@theporch.com> 
Cc: boatanchors@theporch.com 


Date: Fri, 7 May 1999 11:48:53 -0500 

Subject: Re: Illegal Radios 

Message-ID: <19990507 .114854.16294.11.jackiv@juno.com> 
From: John M Iverson <jackiv@juno.com> 


RE NO.2. Telautographs were used in many situations where remote 
instructions were given such as the order writers to a stock room, or any 
where fast, accurate communications were desired. a pen or stylus was 
attached to 2 arms at right angles to each other. these were to shafts of 
two potentiometers. as the stylus moved the x and y resistances were 
changed. the receiver had small motors or other motion 

devices which caused a stylus to move and track the transmitting pen. 
carbon paper or other stuff was used in the receiving end. I hope that 
did not garble this too much. 


old jack 
Jack Iverson KOEWU jackiv@juno.com 
ARRL, IEEE LM, RCA, AMI, ARCI, QCWA,CCA 
On Fri, 7 May 1999 10:35:10 -0400 (EDT) cswiger 
<cswiger@wilma.widomaker.com> writes: 
>Firebottle fans: 
> 
> During a trip thru a local bookstore, "Beacon Books" (where 
>you 


>don't just look for books, you go spelunking) I picked up a 1936 
>"Electrical Engineers Handbook" (John Wiley, NY) just chock full of 
>interesting, little known and useful facts. Two raised my eyebrows: 
> 

>1) Regenerative receivers are ILLEGAL, unless they have an circuit 
>isolating the regen section from the antenna. 

> 

>2) There's a section on a device called a "Telautograph" - never heard 
>of 

>that before but it is an obvious application: you use it to sign your 
>name 

>in Washington and a device on the other end prints it out in NY, for 
>example. 

> 

>Any comments on item #1? Was anybody ever fined for operating an 
>illicit 

>regen set? Or was it an unenforcable law. I can see it being used if 
>someone complains to the FCC about interferance from a neighbors 
>wayward 

>rcevr. Are regen set operators still outlaws? 

> 

>Anyone ever hear of item #2? 

> 

> Chuck 


kb4new 
cswiger@widomaker.com 


VVV NV 


You don't need to buy Internet access to use free Internet e-mail. 
Get completely free e-mail from Juno at http://www. juno.com/getjuno.html 
or call Juno at (800) 654-JUNO [654-5866] 


Date: Fri, 7 May 1999 13:02:20 -0400 

From: "ROBERT W. DOWNS" <RWDowns_WA5CAB@compuserve. com> 
Subject: Model 28 TD 

To: Old Tube Radios <boatanchors@theporch.com> 
Message-ID: <199905071302_MC2-74DD-5DEB@compuserve. com> 
MIME-Version: 1.0 

Content-Transfer-Encoding: quoted-printable 
Content-Type: text/plain; charset=IS0-8859-1 
Content-Disposition: inline 


Group, 
Several weeks (months?) ago, I told someone in either WA or OR that I had= 


some Teletype (R) Model 28 stuff that I wasn't interested in keeping and 
that I would let him know when I uncovered it. Well, I found the 28TD (n= 
ot 

where I thought it was by over a mile) but can't find my notes with his 
name or email. So, if you're listening, jog my memory. = 


73, 

Robert Downs 
WA5CAB 
Houston 


Date: Fri, 7 May 1999 13:05:41 -0400 (EDT) 

From: Al Schapira <schapira@cadence.com> 

Message-Id: <199905071705.NAA21831@npult10a2.cadence.com> 
To: Old Tube Radios <boatanchors@theporch.com> 

Subject: BA haunt (literally) in Patterson, NJ 

Cc: schapira@npult10a2.cadence.com, ddillman@igc.apc.org 


BA ghost hunters: 


Ever since Dick Dillman described his visit to Compass Electronics 


Patterson, NJ, in this forum some time ago, I had been wanting to go there, 
and last Saturday I finally did. Dick did not exagerate. It is a BA graveyard 
that defies description. 


Compass Technical Services 
Arthur Bernstein, Prop. 

465 Market Street 

Paterson, NJ 07501 
973-278-7777 

Visits are by appointment only 


Its in an old Armory building, once the home of Compass Technical Services, 
but its now literally a military boatanchor boneyard. A grafiti covered 
block square fortress in inner city Patterson. 


Once you get over the massive space of the armory structure, the 

disarray, darkness, dirt, debris, you find radar, communications, test 
equipment, antennas, teletypes, parts, and military electronics, of all 
descriptions, stacked high and scattered low. Shipboard, airborne, & ground. 
Whole units, and parts. Alas, no receivers of the R390 class or other 

units I recognized by number. No inventory exists nor is taking one possible. 


The proprietor, Arthur Bernstein, is elderly and wants to dispose of his 
massive accumulation of military gear. But its open only by appointment. 
He gave me permission to publicize the place to the BA list. 

If you contact him, you can say that I referred you. 


Allow about two hours. Bring a flashlight. Go on a warm sunny day. 
Wear work clothes. You get the picture. 


Even if you don't buy anything, its an experience just to see the stuff. 
-Al Schapira 


One more thing. Drive an old car there. Drive up onto the sidewalk and park 
right in front of the main door. 


From: <oranges@frb. gov> 

Date: Fri, 07 May 1999 15:10:56 -0400 

Subject: Any BA locations in Raleigh, NC 

To: Old Tube Radios <boatanchors@theporch.com> 
Message-id: <Q0Q1F179F .1220@cclink.frb.gov> 
MIME-version: 1.0 

Content-type: text/plain; charset=US-ASCII 
Content-description: cc:Mail note part 
Content-transfer-encoding: 7bit 


Hello BA'ers, 


Will be going to Raleigh, NC., the end of next week. 
Is there any Boatanchors locations, stores, Etc. to go to? 


Thanks, 
Fred V. Bohner 


MESSAGE OF PERSONAL USE, NOT OFFICIAL USE. 


Date: Fri, 7 May 1999 15:32:40 -0400 

From: "ROBERT W. DOWNS" <RWDowns_WA5CAB@compuserve.com> 
Subject: SB-82/SRR 

To: Old Tube Radios <boatanchors@theporch.com> 
Message-ID: <199905071532_MC2-74F0-9260@compuserve. com> 
MIME-Version: 1.0 

Content-Transfer-Encoding: quoted-printable 
Content-Type: text/plain; charset=IS0-8859-1 
Content-Disposition: inline 


Group, 

I'm looking for a Receiver Transfer Switchboard SB-82/SRR or maybe two. = 
Also another couple of CLU-49546 Loudspeakers. Anyone have any that they= 
want to get rid of? 


Robert Downs 
WA5CAB 
Houston 


Message-Id: <3.0.5.32.19990507164901.007d0100@mail1.telalink.net> 
Date: Fri, 07 May 1999 16:49:01 -0500 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Tom Norris <badger@telalink.net> 

Subject: Still looking: Parts for LTV G133F rx 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Still looking for a parts for my G133F receiver. 


Have pretty much found everthing but a set of top and bottom covers. 
Anyone have a set lying around they can part with? 


Also need a source of the inobtanium "Deutch" connectors to mate 
with the connectors on the back. Similar to an Amphenol MS or 97, 
but "push on". When these receivers were actively on the surplus 
market were there ever any of the mating connectors around? 


( similar sizewise to the "size 10 shell" amphenol, probably my best bet 
would be to replace the original connector, but I really hate doing that. ) 


I found one person with the matching panadaptor, seems Fair Radio 

had them years ago back when I could not afford them. He wants to 

keep his, but are there any more out there that anyone wants to get 

rid of. The pesky things want 400Hz AC to power them so surely 

if you have one it is just in the way and I will gallantly offer to take it 
out of your way. :-) Bear in mind I am cheap. heehee. 


Just figured I would ask one more time. 


73 all 


Please visit The Mil List for info on military communications gear: 
HTTP: //www.telalink.net/~badger/millist/mi.html 


Click on the "Online Manuals..." link for a few 
manuals in PDF format. More to be added 
as time goes by. 


ANY and ALL Contributions Welcome. 
KAKA KIKI IKARIA I IK III IKI IK IKI IK I IK IKI IK IKI IK IKK ICRI IK IK 
Tom Norris KA4RKT 

badger@telalink.net Nashville, Tennessee, USA 


Date: Fri, 7 May 1999 19:22:24 -0400 (EDT) 

From: Sandra L Knepper <slkst29+@pitt.edu> 

To: Old Tube Radios <boatanchors@theporch.com> 

cc: boatanchors@theporch.com 

Subject: Dayton Hamvention 

Message-ID: <Pine.GSO.3.96L.990507191447 .28320D-100000@unixs5.cis.pitt.edu> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Please try to attend the Collins Forum on Friday morning beginning at 8:15 
AM in Room 3. Rod Blocksome, KODAS, William Noonan, W6WJN, and myself 
will present our program on Collins Restoration and Reproduction. For Rod 
and Bill, this is their year assisting me with the Collins Hamvention 
Forum program. Thanks, guys. 


Also, please , stop by my regular fleamarket spots at 2317-2318, near the 
rear of the arena, near the sidedoors. I will have some interesting 
Collins parts, Collins displays, etc. I look forward to meeting all of 
you who wish to say hello before continuing on their trek through the vast 
fleamarket. If you are looking for that something special Collins item, 
let me know, I may have what you are looking for an can bring it to 
Dayton. 


All my best and have a safe trip to Dayton next week. 


Incidentally, my daughter, Sandra, is graduating from the University of 
Pittsburgh tomorrow with a BA in Business Management. I will have a new 
E-mail address shortly. 


Dave, W3ST 
Publisher of the Collins Journal 


From: wallace@world.std.com (Andy Wallace) 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Rainchester NH tidbit 

Date: Sat, 08 May 1999 01:47:57 GMT 
Message-Id: <373696b7.1050100@world.std.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Kudos to the person who came home with the Johnson Avenger! If this doesn't 
ring a bell, check the Electric Radio index for the article, I believe 
around 1992 or 1993. The Avenger was an 80-10 rig, mostly solid state with 
many PC boards. The fellow who had it for sale was related to the owner, 
who was also an engineer there -- first name Ham, for Hamilton, I believe. 
I believe there were less than 20 of these built. This one was in nice 
shape -- and had come out of the fellow's estate after his death, in 
service -- and had what looked like production Johnson manuals and other 
info. I'll have to read the article again. 


I won't mention the price, as for all I know, the new owner is on the BA 
list. But this is certainly the rarest BA I've seen at Deerchester! 


--Andy 
wallace@world.std.com 


Message-Id: <3.0.6.32.19990507221927 .007bd990@pop. voyager.net> 
Date: Fri, 07 May 1999 22:19:27 -0500 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Kim Herron <kherron@voyager.net> 

Subject: Drake ML-2 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi Gang, 


Taking a brief respite from packing for Dayton (yes, I've been getting 
ready for two weeks). I have a chance to buy a Drake Marker Luxury 2. 
this is an older crystal controlled 2 meter radio, FM only I believe. 
What'cha think it's worth? A bunch, nothin' or somewhere in between. this 
things been rescued once already and it's like an old dog, it doesn't need 
to be pitched again. I'm the softie for the unloved radio bunch. What'cha 
think?? 


Kim 


Message-ID: <3733A0B0.E3488621@metronet.com> 
Date: Fri, 07 May 1999 21:25:52 -0500 

From: Neal McEwen <nmcewen@metronet.com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch. com> 
Subject: Re: Illegal Radios 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


cswiger wrote: 


2) There's a section on a device called a "Telautograph" - never heard of 
that before but it is an obvious application: you use it to sign your name 
in Washington and a device on the other end prints it out in NY, for 
example. 


VVV WV 


Autographic Telegraphy was a mature technology in the 1880s and existed 
in both electro-mechanical and electro chemical systems. Those invoved 
in development were Americans Denison, Palmer, Mills, Robertson and 
Englishman Cowper. 


73 de K5RW, Neal McEwen, at "The Telegraph Office", nmcewen@metronet.com 


A WWW Page for Telegraph Key Collectors and Historians 
http: //www.metronet.com/~nmcewen/tel_off.html 


Message-ID: <3733A248.E438DDEA@connix.com> 

Date: Fri, 07 May 1999 22:32:40 -0400 

From: "P. J. *Josh* Rovero" <provero@connix.com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Rocheester NH SITREP 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Just returned from an uncharacteristically warm and dry 
Friday session. 


Just purchased some bits and pieces, no radios.... 
Seen: 


R-388 (unpriced, broken slide rule bezel) 

R-390A (2 "blue stripers", $250 ea or so) 

SP-600 (R-274 tag) in non-original case, $250 or so 
HRO-50 and HRO-60 (unpriced, didn't ask) 

National NC-173 

Hallicrafters SX-28's (unpriced) 

Hallicrafters "Super Defiant" 

Numerous Halli AA5 versions, old and new 

Hammarlund HQ-100 and HQ-170 

RCA CRM-R6A (pg 342 Osterman, first I'd ever seen, $325) 


Quite a few BA tube transmitters, from the itty bitty 
CONAR and EICO, to big 6 foot racks. 


I'm sure there were many more low end BA receivers, but I was 
to busy scouting for components. 


Several vintage stations set up and operating, including one ina 
mil shelter box on a civilian trailer. 


Had to return home at sunset, looked like the crowd was 
settling in for a nice evening of beer and barbecues. 


P. J. "Josh" Rovero email: provero@connix.com 
Oceanographer work: rovero@sonalysts.com 
Meteorologist radio: KK1D 


Curmudgeon at Large web: http: //www.connix.com/~provero/ 


Message-ID: <3733A44E.D55F9559@metronet.com> 
Date: Fri, 07 May 1999 21:41:18 -0500 

From: Neal McEwen <nmcewen@metronet.com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: HFDF and B-24D "Lady Be Good" 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Anchorites, 

An interesting navigation puzzle and how an HF DFing error caused the 
premature demise of "Lady Be Good" at 
http://gces.glyphix.com/lit/brain.qry?function= 
73 de K5RW, Neal McEwen, at "The Telegraph Office", nmcewen@metronet.com 

A WWW Page for Telegraph Key Collectors and Historians 
http: //www.metronet.com/~nmcewen/tel_off.html 


Message-Id: <3.0.5.32.19990507215543 .Q0abc690@mail1.telalink.net> 
Date: Fri, 07 May 1999 21:55:43 -0500 

To: Old Tube Radios <boatanchors@theporch. com> 

From: Tom Norris <badger@telalink.net> 

Subject: Re:Autographic Telegraphy? 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


I have always heard about them in name only. How did they do their magic? 
Were they similar to faxsimile in the way they worked? Just is one technology 
that I have never ever seen described in detail. 

Thanks 

Tom 

Any Harry Turtledove readers out there may have seen his description of a 
similar device in the novel "The Case of the Toxic Spell Dump". Was used to 
mass produce scrolls and to send things remotely. However it used "magic" x 
to work.... but Harry Turtledove's writing a bit off topic for the list. :-) 


xAS opposed to PFM which most technological type devices use. 


At 09:25 PM 05/07/1999 -0500, Neal McEwen wrote: 
>cswiger wrote: 


>> 2) There's a section on a device called a "Telautograph" - never heard of 
>> that before but it is an obvious application: you use it to sign your name 
>> in Washington and a device on the other end prints it out in NY, for 

>> example. 


>Autographic Telegraphy was a mature technology in the 1880s and existed 
>in both electro-mechanical and electro chemical systems. Those invoved 
>in development were Americans Denison, Palmer, Mills, Robertson and 
>Englishman Cowper. 


Message-Id: <3.0.3.32.19990507231236.00cOef7c@mindspring.com> 
Date: Fri, 07 May 1999 23:12:36 -0400 

To: Old Tube Radios <boatanchors@theporch.com> 

From: john <johnmb@mindspring.com> 

Subject: Now HERE is a long shot..BC669 Halli piece... 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


. looking for the AC PS or any documents for a 
Halli BC669 (AKA HT14)... ((Dachis P 82)) 


I told you it was a long shot (but the radio is so pretty!) 


/John 
wb5o0au/4 


Message-Id: <3.0.5.32.19990507225747 .007d5680@proaxis. com> 
Date: Fri, 07 May 1999 22:57:47 -0700 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Hue Miller <kargokult@proaxis.com> 

Subject: Re: Illegal Radios 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


At 10:35 AM 5/7/99 -0400, cswiger wrote: 


> I picked up a 1936 

>"Electrical Engineers Handbook" (John Wiley, NY) just chock full of 
>interesting, little known and useful facts. 

> 

>1) Regenerative receivers are ILLEGAL, unless they have an circuit 
>isolating the regen section from the antenna. 


--file this together in the same drawer with U-boats homing on target 


radios, tube sound, and the Bermuda Triangle. 

unless, this explains why KnightKit finally went under. 
how do such things get into print? 

hue ka7lxy 


Message-ID: <3733D32F.11D01E31@txdirect.net> 
Date: Sat, 08 May 1999 01:01:20 -0500 

From: "William B. Ross" <billross@txdirect.net> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Illegal Radios 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


cswiger wrote: 


> 1) Regenerative receivers are ILLEGAL, unless they have an circuit 
> isolating the regen section from the antenna. 

> 

> Any comments on item #1? Was anybody ever fined for operating an 

> illicit 

> regen set? Or was it an unenforcable law. I can see it being used if 
> someone complains to the FCC about interferance from a neighbors 

> wayward 

> rcvr. Are regen set operators still outlaws? 

> 

Chuch: 


The reason for this is quite simple. Any regenerative set with the 
regen circuit attached directly to the antenna is a transmitter. If any 
unlicensed transmitter power output exceeds a few milliwatts?, it is 
illegal. More important, a regen set signal is rich in harmonics and 
one doesn't really know what frequencies are being transmitted 

When I was a young boy most of the radios had tubes in them with 
pretty hefty plate dissipation. We had an old cathedral Philco that had 
tubes the size of 807a in the tuner oscillator. Evreyone in the house 
knew if you were tuning it because it often created a strong signal in 
any other radio in the house. A buddie and I decided that we would use 
this fact to become "Hams" and we rigged up grid block keying circuits 
to key the VFO and send messages to each other across the street. It 
took about 2 weeks before a rep of the local ham club came to visit our 
folks and shut us down before we went to jail. It seemed that during 
the War (this was 1943) ham radio stations were rendered quiet so the 
military had full use of the frequencies used. Talk about illegal 
radios. 


Bill Ross K5LLK 


End o£ BOATANCHORS Digest 2536 
KAKA AK 


>From ???@??? Sun May 09 06:08:17 1999 

Message-Id: <199905082204 .RAAQ7761@sco.theporch. com> 
Date: Sat, 8 May 1999 17:04:14 CDT 

From: Old Tube Radios <boatanchors@theporch.com> 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: BOATANCHORS digest 2537 


BOATANCHORS Digest 2537 
Topics covered in this issue include: 


1) Re: Illegal Radios 
by "William B. Ross" <billross@txdirect.net> 
2) dismantling problem - success! 
by Morris Odell <morriso@vifp.monash.edu.au> 
3) HFDF and B-24D "Lady Be Good" 
by Andre Guibert <aguibert@sympatico.ca> 
4) FMLA: The FCC 
by mnhopkins@juno.com 
5) Re AVT-23 
by philip mccoy <dgnova@erols.com> 
6) Re: Rainchester NH tidbit 
by "Mike O'Brien" <mobrien@lib.drury.edu> 
7) RE: "Illegal" radios 
by "Sandy Blaize" <ebjr@worldnet.att.net> 
8) FS: 50's Heathkit catalogs 
by "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 
9) Phase-Locking a Boatanchor Oscillator? 
by David Stinson <arc5@ix.netcom.com> 
10) Re: Rocheester NH SITREP 
by wallace@world.std.com (Andy Wallace) 
11) Re: Rainchester NH tidbit 
by wallace@world.std.com (Andy Wallace) 
12) Tek 310A manual Wtd. 
by "Steve" <scb@loki.internettport.net> 
13) RE: "Illegal" radios 
by "Tom R. Rice" <tomrice@netcom. com> 
14) Need R4A PTO 
by Gerald Morris <k6éqy@mindspring.com> 


15) Re: Phase-Locking a Boatanchor Oscillator? 
by "Arden Allen" <gumbear@pacbell.net> 
16) RE: Phase-Locking a Boatanchor Oscillator? 
by "David Newkirk" <dpnewkirk@home.com> 
17) Re: Phase-Locking a Boatanchor Oscillator? 
by Brian.Harris@sv.sc.philips.com (Brian Harris) 


Message-ID: <3733DAB8.AB51237D@txdirect.net> 
Date: Sat, 08 May 1999 01:33:28 -0500 

From: "William B. Ross" <billross@txdirect.net> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Illegal Radios 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Roberta J. Barmore wrote: 

What George did during the war was help develop the radar proximity 
fuse: this would be a very small vacuum-tube radio ranging device 
that's part of an artillery 


shell and xshot* *from*x *xax *gun,* just like Puffed Wheat; and yes, we 


built 'em and they did work). 


VV VV VV MV 


And how and they were sensitive. I was in a 280mm gun Battalion 
(the original Atomic Annie) in Germany in the mid 50s and we fired a 
round with a VT (Variable Time - Armyspeak for proximity fuse) from our 
range position. This required it to pass over a German village (which 
shall remain nameless) and a raindrop set it off high above the town, 
setting the Army back mucho bucks for hundreds of broken windows. Got a 
message from 7th Army Artillery the next day restricting the use of 
proximity fuses during "high humidity" conditions. 


Bill Ross K5LLK 


Message-ID: <3733F179.E4A115A3@vifp.monash.edu.au> 
Date: Sat, 08 May 1999 18:10:33 +1000 

From: Morris Odell <morriso@vifp.monash.edu.au> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: dismantling problem - success! 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Hi all, 


Thank you to all those who replied with suggestions for getting the core 
apart. There were quite a few useful ideas. 


What I did in the end was put the core in the microwave for 20 seconds 
on medium high (setting found by experimentation and trial & error). 
This heated the core up nicely and I was able to separate the halves 
using a twisting action while wearing oven mitts. 


Now the hard part - rewinding it! 


73 de Morris VK3DOC 


Date: Sat, 8 May 1999 08:06:59 -0400 (EDT) 

Message-Id: <199905081206. IAA00138@smtp11.bellglobal.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Andre Guibert <aguibert@sympatico.ca> 

Subject: HFDF and B-24D "Lady Be Good" 


Bonjour Neal and All 

The accepted theory is that they where homing on a beam 
and never noticed the null when passed it. 

Ran out of gas before they could sort out things. 

Andre 


>Anchorites, 

> An interesting navigation puzzle and how an HF DFing error caused the 
>premature demise of "Lady Be Good" at 
>http://ges.glyphix.com/lit/brain.qry?function= 


>-- 

>73 de K5RW, Neal McEwen, at "The Telegraph Office", nmcewen@metronet.com 
> A WWW Page for Telegraph Key Collectors and Historians 

> http: //www.metronet.com/~nmcewen/tel_off.html 

> 

> 


Andre Guibert 


aguibert@sympatico.ca 


To: Old Tube Radios <boatanchors@theporch.com> 

Date: Sat, 8 May 1999 07:28:20 -0500 

Subject: FMLA: The FCC 

Message-ID: <19990508.073028. -396499.1.MNHopkins@juno. com> 
MIME-Version: 1.0 

Content-Type: text/plain 

Content-Transfer-Encoding: 7bit 

From: mnhopkins@juno.com 


Charlie spotted him first. 


Christie went into Dayton's HARA Auditorium for the bathroom, 
leaving the WARmon to watch Frank. When she returned, with the 
white ferret's head protruding from her baby bag, the beast's red 
eyes narrowed and it made a noise usually reserved for tussles with 
her cagemates over pork scraps from my red beans and rice ata 
restaurant back in Dallas. I am a vegetarian, but Charlie was 
ready to taste the Fat Collins Collector -- again. 


The first blood was spilled last year when this guy, who today 
was delivering a talk on "Knob Nuance in the KWM-1," raised his 
hand to Frank, founder of the Five Meter Liberation Army. Frank 
dared to suggest Collins Radios might not be the apogee of Western 
experience. Of course the other bodyguard, the WARmon, quickly 
choked the fellow to his knees, but the ferret took three chunks 
from a forearm fallen fleshy by years of microphone manipulation. 
When Christie reported "Fat man seen at HARA," on her Minnie Mouse 
HT, no one thought she was speaking of Sydney Greenstreet in The 
Maltese Falcon. 


This was the first cloud, at least metaphorically, of the 
second day at Dayton. So far, everything was going well. My 
daughter, 9, enjoyed the “adult situations" movie in the motel (and 
did not need any clarification, thank you). And we actually sold 
something: a spare parts WRL Globe Hi Bander moved by Frank's young 
friend Preston on the argument, "It has the makings of a 2M 
Linear." We also had 63 confirmed check ins of members of FMLA, 
Frank's group that plans to take back 56-60 mc. Two of those 
worked for the ARRL, of all things, but the list is secret. The 
rusty Lafayette HE-45 6M transceiver and the other 6M AM stuff was 
still there. 


Plan FM was immediately put into effect. Another shaved head 
youth with red suspenders, muscle shirt, jack boots and tattoos 


like the WARmon's met Christie for a positive ID on "FCC" as they 
called him. He then ducked into a restroom and emerged disguised 
as a Hari Krishna to began his watch. Any sort of Eastern looking 
person will go unnoticed around a Collins gathering as the Japanese 
own most of the rigs. Christe joined the WARmon as backup for 
Frank and the ferret, unaccustomed to the weather, receded into the 
baby bag to loll against Christie's 13-inch Ithica double. 


It almost worked. But the Krishna was too much into The 
Method and his beating on the tambourine with his Archer Space 
Patrol HT inside disabled the device. The Fat Man got too close 
to Frank. I would analogize the scene to High Noon, but I guess 
High Plains Drifter is more apt. Their eyes met in a prolonged 
stare that said nothing but Sergio Leone. As a precaution, 
Christie unzipped the baby bag. She did not notice the ferret's 
stealthful departure. 


Frank's pleated trousers and razor creased white dress shirt 
open at the neck, with sleeves rolled up at the wrists, reminded 
me of a Marine in mufti. The fat one had a gimme cap with a 
meatball on it. 


Perhaps instinctively, Frank's fingers nearest the Lafayette 
flayed a little and, on a table across the way, some PCB laced 
transformer oil dripped intermittently from a metal condenser 
marked "JAN." Finally Frank spoke: 


"Tt was Belton, wasn't it?" 


"Yeah," said the other, "I was there with ham radio 
operators." "I never knew what brought you." 


That did it. 


Frank grabbed for the HE-45 but the WARmon stepped in front 
of him and yelled, "Der Tag." Seven more WAR guys, wearing khaki 
against the weather, ran up to shield Frank as the obese one 
thought to hurl a gold plated Presentation D-104 from the folds of 
his arm. But he telegraphed it and Charlie hit his Achilles 
tendon, snapping her head back and forth once before springing away 
to avoid the falling fat man. She darted through a hole at the 
missing meter of a Letine 240, leaving only the legend of the Giant 
Rat of Dayton. 


The brownshirts moved Frank to a waiting Humvee as Christie 
tore open her bodice, not showing much, and faked an Asthma attack 
to further confuse the situation. The Humvee rolled down the 
aisles with a European siren warbling and the bodyguards on top. 


They went out the "in" lane out front as the guy with the red 
stickers wisely stepped aside. 


Only Preston was left. He stood watching the Humvee thread 
it's way toward the Flight Museum. 


"Frank, come back!" he called. 


(Look for Charlie the white ferret, and maybe even Frank at Dayton 
next weekend) 


de ab5L, Michael Hopkins, Box 226841, Dallas, TX 75222, 
MNHopkins@JUNO. com FMLA XXXV 

Student of Tecraft, ICM, and Six Meters' golden age, 1956-58 
Holder of the coveted lifetime ban from QRP-L 


Message-ID: <3734591E.2264@erols.com> 

Date: Sat, 08 May 1999 08:32:46 -0700 

From: philip mccoy <dgnova@erols.com> 

MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re AVT-23 

Content-Type: text/plain; charset=us-ascii; name="DAVE.TXT" 
Content-Transfer-Encoding: 7bit 

Content-Disposition: inline; filename="DAVE.TXT" 


some info but not much. 


>From publication TM 11-486 dated April 1945, "Electrical 
Communication systems engineering" on page 373 is 
a listing of U.S. Navy radio equipment: 


AVT-23 (Radio Corp. of America) 3.0 to 12.5 mcs 
commercial transmitting equipment for aircraft use. Used with 
receiver AVR-7H 


Message-Id: <3.0.1.32.19990508090348.006b1104@1ib.drury.edu> 
Date: Sat, 08 May 1999 09:03:48 -0700 

To: Old Tube Radios <boatanchors@theporch.com> 

From: "Mike O'Brien" <mobrien@lib.drury.edu> 

Subject: Re: Rainchester NH tidbit 


Mime-Version: 1.0 
Content-Type: text/plain; charset="us-ascii" 


Andy's mention of the Johnson Avenger brings back fond memories. 

I co-authored the Electric Radio article to which Andy refers. (Just don't 
ask me to dredge up the date; I've slept a time or two since then. I think 
Andy is close with his guess of 1992.) 

Sorry to hear Hamilton Fay, WE1Q, has gone SK. He was a gentleman to 
interview, and had a fascinating career with E.F. Johnson and R. L. Drake, 
as well as working as an engineer with military hardware vendors. He was 
continuing to use his Avenger daily on 75 at the time we spoke. 

And Andy, did you get a close look as those manuals? If they're the ones 
produced for the factory, they are the most beautiful documentation I've 
ever seen for ham gear. Magnificent color overlays and other fancy touches. 

The Avenger showed that U.S. manufacturers were capable of making the 
transition to solid-state tranceivers in the mid-1960s. One of the great 
"what if's" of the era is: How would it have fared against the Japanese 
rigs that were coming into the market? I'd bet the Avenger, if it could've 
been sold at a competitive price, would've been a huge success... 


Mike, KOMYW 


At 01:47 AM 5/8/99 GMT, Andy Wallace wrote: 

>Kudos to the person who came home with the Johnson Avenger! If this doesn't 
>ring a bell, check the Electric Radio index for the article, I believe 
>around 1992 or 1993. The Avenger was an 80-10 rig, mostly solid state with 
>many PC boards. The fellow who had it for sale was related to the owner, 


>who was also an engineer there -- first name Ham, for Hamilton, I believe. 
>I believe there were less than 20 of these built. This one was in nice 
>shape -- and had come out of the fellow's estate after his death, in 
>service -- and had what looked like production Johnson manuals and other 
>info. I'll have to read the article again. 

> 


>I won't mention the price, as for all I know, the new owner is on the BA 
>list. But this is certainly the rarest BA I've seen at Deerchester! 
> 


> 

>--Andy 
>wallace@world.std.com 
> 


Message-ID: <006501be9961$98ee8b00$c5ef490c@SandyBlaize> 
From: "Sandy Blaize" <ebjr@worldnet.att.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: RE: "Illegal" radios 

Date: Sat, 8 May 1999 09:43:52 -0500 

MIME-Version: 1.0 


Content-Type: text/plain; 
charset="iso-8859-1" 
Content-Transfer-Encoding: 7bit 


In all my dealings with radio over many years and also the 
FCC, most of it on a professional basis, I have never seen any 
reference to regenerative receivers being "illegal". Certainly, 
whatever radiation they generate are well below the limits 
prescribed by Part 15 of the FCC's rules & regulations. 

I would want a reference to what was being quoted where they 
were declared "illegal". 

A regenerative detector in the "autodyne" mode is indeed a 
very low power oscillator. Most of them that use no RF 
"isolating" stage are VERY loosely coupled to their respective 
antennas. I have heard of cases where hams have keyed ground 
leads to regen receivers, etc., but then witness the crud 
radiated by many, many solid state devices which cause some 
extremely severe Radio Frequency Interference. One source of RFI 
that comes to mind is the "touch" lamp and the SCR lamp dimmer. 
Using the house wiring attached thereto, these can wreak havoc 
with nearby shortwave receivers, but are not "illegal". 

RFI from regenerative receivers is and has been blown way out 
of proportion to the cases of actual interference caused. I 
think this might have been started by some Elmer who had a pupil 
next door who liked to SWL his activities on the bands with a 
Single stage regenerative receiver! Yes, this xwould* be a tad 
aggravating, but how often does this situation exist now? 

73, 
Sandy W5TVW 


Message-Id: <3.0.3.32.19990508103221.007aaceO@wort -f£m.terracom.net> 
Date: Sat, 08 May 1999 10:32:21 -0500 

To: Old Tube Radios <boatanchors@theporch. com> 

From: "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 

Subject: FS: 50's Heathkit catalogs 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


I have the following Heathkit catalogs for sale. They are originals in 
nice shape but have been punched for a three ring binder. 


December 1950 $10 
March 1951 10 
Winter 1955 7 
Spring 1955 5 (2 available) 


All 5 for $25. Prices do not include postage. 


73 Terry 0' WB9GVB 


Message-ID: <37346B14.369B3403@ix.netcom.com> 
Date: Sat, 08 May 1999 11:49:24 -0500 

From: David Stinson <arc5@ix.netcom.com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Phase-Locking a Boatanchor Oscillator? 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


We all know that some older MOPA boatanchor oscillators 
can suffer from drift. Most of us don't want to 
hack-up vintage gear to correct it. 

I have an idea and would like to know 

if you can find any "holes" in it. 


Why not phase-lock the oscillator with a satellite chassis? 
You could run shielded, decoupled leads inside to a "tacked-in' 
board that would provide coupling to some varactors, which are 
controlled by the rest of the loop that's on the 

outboard shielded chassis. You can sample the RF output 

to provide feedback to the loop. You're not destroying 
historic gear because the internal board requires 

no hole-drilling or other hacks to install or remove it. 
Frequency stablility without hacking-up vintage gear. 

Anyone see any problem with this? 


73 DE Dave Stinson AB5S 
arc5@ix.netcom.com 


From: wallace@world.std.com (Andy Wallace) 

To: Old Tube Radios <boatanchors@theporch.com> 
Cc: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Rocheester NH SITREP 

Date: Sat, 08 May 1999 17:32:29 GMT 
Message-Id: <3734712d.8651271@world.std.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Hello, "P. J. xJoshx Rovero" <provero@connix.com>! 


> R-388 (unpriced, broken slide rule bezel) 


I believe he wanted over $300 for the 388. Main tuning knob was also 
incorrect. Only good part is it had the top and bottom covers. 


> RCA CRM-R6A (pg 342 Osterman, first I'd ever seen, $325) 


This was a very interesting set! Had two Collins mechanical filters at 6 
and 3 kc, I believe, plus (probably) some transformer positions. Large 
slide-rule dial, covered 0.08 - 30(+?) MC in many bands. Not sure if the 
dial was linear. Had an S-meter on the left, and a round logging dial (if 
it wasn't linear) on the right. Large preselector knob on the left tracked 
with the main tuning knob; you just had to set the "band" from A-E if I 
remember right. 


> Quite a few BA tube transmitters, from the itty bitty 
> CONAR and EICO, to big 6 foot racks. 


I meant to look more closely at one of the racks -- as the fellow was 
setting it up it looked like it had 100THs in the final. He said just 
before- or after-WWII vintage. 


>Several vintage stations set up and operating, including one ina 
>mil shelter box on a civilian trailer. 


ART-13/BC-348 was one station I saw. 


>Had to return home at sunset, looked like the crowd was 
>settling in for a nice evening of beer and barbecues. 


I was there til about sunset, but didn't return for Saturday. What did I 
miss? Is the rumor about $5 HRO coilsets and $20 GPR-90s true? 


Some things I spotted yesterday: 


Viking Mobile and VFO 

Valiants 1 and 2 

Ranger 1 

Johnson Challenger 

Heath HW-18-1 (Civil Aix Patrol rig, with PS, set up for 4.5 Mc) 
HT-9 (same guy with the SP-600 and two SX-28s) 
National mobile VFO (6/2?) 

Johnson 6N2, nice shape 

Viking 2 (only saw one) 

National HRO-5, ABCD coils, PS, unoriginal speaker 
RME-4950 (4350? grey, modern) 

HQ-170-A 

Drake C-line, rx loaded, $500 plus 

FT-DX-400 

Drake 2-B, unoriginal knob, fair shape, $99 


Drake 2-CQ speaker/qmult, $75 (should have bought it for you guys) 

many Heath HG-10/HR-10/DX-60 

DX-40 

AT-1 ($40) 

VF-1 

Gonset G-28 -- 10m like the white G-50, I had never seen one before ($75) 
HT-32/37/44 

no CE stuff at all 

75A or A1, poor shape 

513 (no suffix), $325 

75A-2, $400 

Heath Apache 

CV-591 sideband adapter for the 390A; PS module loose, probably a fixer 
several ARC-5 sets, including some shiny but modified RXs. 

B+W 51SB (poor shape) and 5100 (different dealers) 

NC-200 (no feet or speaker) 

NC-300 ($125 for a nice one, sold; couple others around) 

HQ-120 


Like Josh...the only BAish thing I found was a 6146 for a quarter. 
If it works I guess that's about as good as a $5 HRO coilset. 


It was a better BA showing than I've seen in a few seasons. Hope the fun 
continues. So what did I miss out on Saturday? ;-) 


--Andy 
wallace@world.std.com 


From: wallace@world.std.com (Andy Wallace) 

To: Old Tube Radios <boatanchors@theporch.com> 
Cc: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Rainchester NH tidbit 

Date: Sat, 08 May 1999 17:39:46 GMT 
Message-Id: <37357578.9750545@world.std.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
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Hello, "Mike O'Brien" <mobrien@lib.drury.edu>! 
> I co-authored the Electric Radio article to which Andy refers. 
Aha! Well, you'll be interested to know that... 


> Sorry to hear Hamilton Fay, WE1Q, has gone SK. 


Yes, that's the name! Anyway, he apparently wrote an article entitled "The 
Radio That Never Was." (wasn't your article entitled something similar?) 
The manuscript went with the manuals and other literature. The seller said 
that Mr. Fay had approached QST on publishing it in 1991 or so and they 
declined. I really hope whoever got the rig takes care of the historical 
value. 


>He was 
>continuing to use his Avenger daily on 75 at the time we spoke. 


That was the impression the seller gave me. The rig was in nice shape. Some 
dirt and dust, but no abuse and I didn't see any wear on the panel. 


> And Andy, did you get a close look as those manuals? If they're the ones 
>produced for the factory, they are the most beautiful documentation I've 
>ever seen for ham gear. Magnificent color overlays and other fancy touches. 


I hate to say I didn't. If I had I probably would have gone running to the 
bank myself. ;-) 


>I'd bet the Avenger, if it could've 
>been sold at a competitive price, would've been a huge success... 


I heard from another BAer who wasn't impressed with the Avenger's 
performance. Question is, was he not impressed when they made it (mid-60s?) 
or was he not impressed compared to what we've come to expect from modern 
rigs and actual production collectibles of the era? <grin> Certainly 
something of which there were under twenty made would impress me just 
sitting there on the desk! 


I forgot to mention that the seller also included several spare printed 
circuit boards for the Avenger. 


I'm really sorry I didn't bring my camera. 


--Andy 
wallace@world.std.com 
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Subject: Tek 310A manual Wtd. 


Greetings; 
Having just acquired this little jewel, I'm in need of doc's and any info 
concerning it's specs, age, reputation, ect. Purchased sight unseen 
100% complete, undamaged, and fully functional. Bears property label 
for Mosler Safe Company(?). Design, construction, & performance 
suggest this a prime example of why Tek "owned the market" during 
the tube years. Impressive! Thanx for any assistance. 


Regards; Steve 


From: "Tom R. Rice" <tomrice@netcom. com> 

Message-Id: <199905081822.LAAQ0474@netcom15.netcom. com> 
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> of proportion to the cases of actual interference caused. I 
> think this might have been started by some Elmer who had a pupil 
> next door who liked to SWL his activities on the bands with a 


That's probably more true than we'd like to think! 
‘Way back when ten meters opened just after WWII, 

in my pre-ticket days, the band was pretty hot and 
I spent a lot of time seeking DX with my Sky Buddy. 


Two blocks away lived Glen Dubbe, W7EMP, who was 

a technical genius and builder of state-of-the-art 
ham and audio gear. I never ever saw any commercial 
stuff in his shack. 


With no RF stage, the Sky Buddy was a pretty good 
emitter and it drove Glen nuts. He used to call 
me on the phone and invite me over to his shack 
just so I'd turn off the QRM. So I got a lot of 
free Elmering. Glen finally pressured me into 
building a pre-selector for the radio and this 
benefitted us both. ;-) 


73 de WB6BYH 


"Start off every day with a smile and get it over with." --W.C.Fields 


Tom R. Rice 
tomrice@netcom.com 
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I am in need of either the PTO assemble for a Drake R4A receiver or would 
take a junker with a working PTO. 


This need occured when the Drake and I come down stairs in a less that 
graceful manner. I head first and the Drake landing on its tuning knob. 
My head survived but the Drake's PTO did not. 


73 Gerald K6QY 
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Subject: Re: Phase-Locking a Boatanchor Oscillator? 
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Dave; 
> Anyone see any problem with this? 


No, certrainly not. A few months back I was talking about doing a 
frequency sythesizer for BA's, I call it the BAthesizer. I got a few data 
sheets of devices to use, some from list members, but the pressures of work 
kept me from giving it serious attention. I would like to have such a 
gadget to run with my DX-40. Just plug it into the xtal socket and away 
you go. Shouldn't be a problem making a minor, reversible mod to a MOPA 
rig, just couple the output of the synthesizer into the VFO grid circuit 
with a tiny bit of capacitance, tune the VFO to the portion of the band you 
are operating. The VFO also makes a dandy high Q filter for attenuating 
near band spurs, such as may be coming from a digital synthesizer. That's 
me two bits worth! 


Arden Allen KB6NAX Vallejo, CA gumbear@pacbell.net 


From: "David Newkirk" <dpnewkirk@home.com> 
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Dave Stinson wrote: 
> Why not phase-lock the oscillator with a satellite chassis? 
and 


> You're not destroying 
> historic gear because the internal board requires 
> no hole-drilling or other hacks to install or remove it. 


and 
> Anyone see any problem with this? 


Such phase-locking, which has become known by the term "huff and puff" 
stabilization, can be quite effective. At base, it involves measuring the 
frequency counted and adjusting the frequency to agree with the counter. 
(Whether you use the counter to drive a display is up to you, but it's an 
option. In using that option, the usual practice was to display one digit 
less resolution that you count, to minimize hunting in the last displayed 
digit.) The net result is that the oscillator ends up tuning, in effect, in 
small steps, about each of which it slowly drifts. Since the feedback loop 
has a long time constant--that is, a very narrow bandwidth--the technique 
does not add phase noise to the corrected oscillator (not that the 
selectivity and dynamic range of vintage gear would let you hear reciprocal 
mixing anyway). This is essentially the anti-drift technique used in the 
Ten-Tec Scout transceiver. 


As to destroying historical gear, what a person does with his or her private 
property is his or her concern. It is true that the gear we're talking about 
exists in dwindling supply, but I don't recall any given piece of equipment 
being designated as a national historical site, either. I do like to recall 
a wonderful passage from Bill Fizette, K3ZJW, editor of the "The 
Communications Receiver" in the Antique Wireless Association review, ina 
column devoted to the BC-348 (the design for which, by the way, we must 


thank the late H. A. "Roby" Robinson, W3LW). Having mentioned that a BC-348 
is straightforward to restore and makes a usable CW and AM receiver, he went 
on to say, "But if your aim is to turn the 348 into a modern SSB 
communications receiver, you have other problems which will not be discussed 
here." 


73% 


Dave Newkirk, W9VES 
dpnewkirk@home.com 
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Dave. 


As I work for a major supplier of modern synthesizer ICs perhaps I can comment 
on your suggestion. To do what you (and others in the past) proposed certainly 
has merit. It is, however, not with challenges. 


First, rather than the high pin count (28-40 pins) synthesizers of days past 
that often allowed direct connection to thumbwheel (BCD, HEX ox BINARY coded) 
switches, virtually all current production synthesizers use a 2 or 3 wire serial 
bus for inputting the data that determines the division rates, charge pump gain 
and other esoteric control information. The move to serial busses has been 
dictated by the drive to miniaturize, which requires exceedingly smaller 
packages. Case in point, we have synthesizers that occupy less than 1/2 the 
real estate available on the end of your pinkie. 


Now, while these serial busses can usually be created by free PC software and a 
minor interface circuit appended to your PC's parallel port, not everyone has a 
spare PC that can be dedicated to driving their boat anchor/s. When this is the 
case, typically a microcontroller would be the solution. Again, my employer, 
who happens to be the largest manufacturer of 80C51 microcontrollers, can come 
to the rescue with low cost, low pin count solutions. But, this approach is not 
necessarily easy street for those not proficient in writing either C or assembly 
language. Of course, when using a microcontroller, some method of providing 
manual control (switches or an optical encoder) and a digital display are 
required. 


If you want to use a microcontroller AND you have a spare PC, you can use a web 
browser to control the microcontroller and, at the same time, create your own 
custom GUI (email me directly for details). 


Second, most modern synthesizers are made to operate at much higher frequencies 
than boat anchor oscillators operate. This is because the vast majority of the 
synthesizer market is in mobile phones, which require frequency synthesis around 
900 or 1900 MHz and the move is on to even higher frequencies. For example, we 
have almost a dozen synthesizers that cannot operate with an RF input lower than 
300 MHz. While we have some that will go down to 10 MHz or so, I can recall 
only one or two that will run at 1.8 or 3.5 MHz and they aren't likely to remain 
in production much longer. 


Of course, there are other alternatives. You might find an abundance of NOS 
synthesizers with 'switch-type' inputs from a surplus IC supplier. I still have 
some of ours in my stash. Or, if you are really ambitious, you might build one 
from available discrete logic (counters, flip-flops and gates) but don't count 
on these products being around forever, as the industry is moving quickly toward 
programmable logic for such functions. 


Personally, I prefer to stablize my VFOs by any combination of the well known 
solutions (voltage regulation, constant filament voltage, heaters or temperature 
compensating capacitors). Of course, there's always the HEFC way (Hand, Eye, 
Frequency Counter). 


73, Brian Harris WA5UEK 
Reply Separator 


Subject: Phase-Locking a Boatanchor Oscillator? 
Author: arc5@ix.netcom.com at !SMTP/INTERNET 


Why not phase-lock the oscillator with a satellite chassis? 
Anyone see any problem with this? 


73 DE Dave Stinson AB5S 
arc5@ix.netcom.com 


End o£ BOATANCHORS Digest 2537 
KKKKKKKKKKK KAKA KKK KKK 


